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Abdomen 
Acute 
Conditions causing, 
October, p. 9 
Diagnosis of, January, p. 62 
And ectopic pregnancy, 
June, p. 59 
Management of, 
January, p. 59 
Kidney stone, pain in, 
November, p. 145 
Open wounds in, 
September, p. 105 
Paracentesis of (letter), 
June, p. 22 
Penetrating wounds in, 
August, p. 17 
Swollen, in women, 
December, p. 40 
Traumatic injury to, 
January, p. 127; 
April, p. 138 
Abdominal air 
X-ray diagnosis of, 
February, p. 72 
Abdominal distention 
Differential diagnosis in 
neonates, May, p. 116 


Abortion 

Drugs for, February, p. 48 

In rape victim, October, p. 26 
Threatened, management of, 
February, p. 48 

Abscess 

Deep-seated, after blunt trauma, 
September, p. 17 

Of nose and throat, treatment 
of, February, p. 109 

Tubal, July, p. 39 


Accidents 
Caused by cardiac arrhythmias, 
November, p. 165 
Data record sheet for, 
January, p. 130 
Highway 
And Good Samaritan, 
June, p. 161 
At Indianapolis 500, 
handling of, July, p. 19 
And psychoactive drug 
use, October, p. 9 
Infection following, 
management of, January, p. 154 
Priorities in treating, 
January, p. 118; February, p. 116 


Acetazolamide 

For salicylate poisoning, 
September, p. 51 
Acetohexamide 

In drug interactions, 
December, p. 32 


Acidosis 

Diabetic 
Hypothermia in, 
November, p. 69 





Management of, 
December, p. 76 
Metabolic, May, p. 41 
Respiratory, May, p. 41 
In cardiogenic pulmonary 
edema, December, p. 14 
Actinomycosis 
Penicillin for, May, p. 106 


Addiction 
See Drug addiction 


Adenoidectomy 

To relieve cor pulmonale, 
July, p. 43 

Adnexal pathology 
Management of, May, p. 100 


Aerosol caps 
Danger from (letter), May, p. 9 
Age 
Effect of, on analgesia, 
November, p. 105 
Airway 
Maintenance of, January, 
p. 119; February, pp. 142, 229 
In chest fracture, March, p. 38 
In epiglottitis, 
December, p. 63 
In head injury, 
February, p. 229 
In multiple injuries, 
January, p. 119; 
February, p. 142 


Obstruction of, October, p. 135 


Ruptured, February, p. 132 
See also /ntubation; 
Respiratory distress; 
Tracheostomy 

Alcohol 

And sudden death, 
December, p. 85 

Interaction with other drugs, 
December, p. 28 

\V, to delay premature labor, 
April, p. 64 

Alcoholic 

Neglect of, in ER, 
November, p. 145 
Aldactone 

See Spironolactone 


Aldomet 
See Methyldopa 


Aldosteronism 

In hypertension, January, p. 215 
Allergy 

To hymenoptera, June, p. 88 

To sea creatures, July, p. 70 


To Volkswagen tires, 
March, p. 78 


See also Anaphylaxis 


Ambulance 

Equipped for coronary care, 
March, p. 134 

Equipped as ER, 
September, p. 149 





Amebiasis 
Gastrointestinal bleeding from, 
November, p. 55 
Management of, 
November, p. 61 
Amenorrhea 

In adolescence, 
February, p. 197 
Aminophylline 

For epinephrine-resistant 
anaphylaxis, July, p. 25 


Amniotic fluid 
In diagnosis of neonatal 
infection, December, p. 58 


Amniotic sac 
Premature rupture, 
February, p. 157 


Amobarbital 

In barbiturate intoxication, 
October, p. 122 

For seizures, after head injury, 
February, p. 229 


Amphetamine abuse 

And highway accidents, 
October, p. 9 

Interview on, October, p. 84 
Patterns of, April, p. 119 


Amphotericin B 
For fungal infections, 
complications of, May, p. 106 


Ampicillin 

In drug interactions, 
December, p. 27 

For infant diarrhea, June, p. 98 
For typhoid fever, 

November, p. 61 


Amytal 
See Amobarbital 


Analgesics 
Dosage of, age-related, 
November, p. 105 


For fibrositis, August, p. 38 


Anaphylaxis 

Resistant to epinephrine, 
July, p. 25 

From sting of sea creatures, 
July, p. 70 

See also Allergy 


Anemia 
In pregnancy, management of, 
April, p. 187 


Anesthesia 
For dental extractions in 
hemophiliacs, November, p. 12 
Local 
For facial injuries, 
February, p. 97 
In nasal bleeding, 
February, pp. 103, 128 
In tracheostomy, 
December, p. 65 
With open wounds, 
September, p. 113 
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Aneurysm 

Intracranial, and headache, 
differential diagnosis, 
June, p. 67 


Angiography 
See Arteriography 


Antacids 


In drug interactions, 
December, p. 24 


For smoke ingestion, 
April, p. 177 


Antibiotics 


In acute abdomen, dangers of, 
January, p..62 


For acute fulminating 
pneumonia, August, p. 59 


For bacteremia (table), 
August, p. 88 


In bacterial respiratory 
infections, January, p. 146 


For burns, in children, 
January, p. 156 


For fungal infections (table), 
May, p. 106 


For Gram-negative infections 
(table), February, p. 167 


For osteomyelitis, in children, 
January, p. 113 


For otitis, February, p. 111; 
October, p. 31 


For peritonitis, in children, 
January, p. 163 

Prophylactic, 

January, pp. 159, 161 

See also specific generic drugs 


Anticoagulants 


Bleeding after, systemic factors 
in, March, p. 26 


Dosage of, March, p. 28 


In drug interactions, 
March, p. 29; 
December, p. 23-35 


Antidepressants 

For depression, August, p. 25 
Tricyclic, in drug interactions, 
December, p. 33, 35 
Antidotes 

Types of, November, p. 146 


| Antihistamine 


Overdose of, simulating 
eclampsia, April, p. 151 
 Anturane 
See Sulfinpyrazone 
* Aorta 
_ Coarctation of, in hypertension, 
_ January, p. 215 
Rupture of 
Accidental, January, p. 107 
Traumatic, August, p. 18 
Apomorphine 


As emetic, in poisoning, 
October, p. 45 
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Appendicitis 

Acute and gangrenous 
perforated, differentiation of, 
August, p. 18 


In pregnancy, February, p. 50 


Apresoline 
See Hydralazine 


Aralen 
See Chloroquine 


Aramine 
See Metaraminol 


Arm 
Open wounds in, 
September, p. 105 


Arrhythmias 
See Heart 


Arsthanol 
For amebiasis, November, p. 61 


Arteriography 

Of arterial injuries, May, p. 32 
Carotid, in diagnosis of 
impending stroke, March, p. 61 
Emergency use of, 

February, p. 76 

Technique of, March, p. 55 


Arteritis 
Giant-cell, diagnosis of, 
October, p. 32 


Artery(ies) 
Bleeding, November, p. 74 
Injuries to 
Arteriography of, March, p. 32 
Management of, 
November, p. 11 


Arthritis 
Acute 
Diagnosis of (table), 
November, p. 137 
By x-ray, April, p. 98 
Management of, 
November, p. 133 
Gonorrheal 
Treatment of, March, p. 119 
In children, May, p. 130 
Juvenile, rheumatoid, 
Contraindicated drugs, 
April, p. 97 
Gold therapy in, side effects 
of, April, p. 232; 
Correction (letter), 
July, p. 14 
Management of, April, p. 92 
Role of nurse in management 
of, April, p. 228 
Septic, monarticular, 
November, p. 155 
Tuberculous, diagnosis of, 
May, p. 209 


Ascites 
Diagnosis of, December, 
p. 40 


Aspiration 
See Needle aspiration 





Aspirin 

In drug interactions, 
December, p. 24, 27 

To prevent thrombosis, 
September, p. 128 

See also Poisoning; 
Salicylates 

Asthma 

In children, errors in diagnosis 
of, November, p. 139 
Mimicking heart failure, 
May, p. 182 

See.also Status asthmaticus 
Atarax 

See Hydroxyzine 


Atelectasis 

In neonate, June, p. 143 
Atresia 

See Choanal atresia 
Atropine 

In acute myocardial infarction, 
February, p. 32 

In AV block, February, p. 31 
For bradycardia, 

in myocardial infarction, 
January, p. 30 

In cardiac arrhythmias, 
September, p. 172 

For chest pain, February, p. 36 
For failing heart, 

January, p. 228 
Auscultation 

In cardiac diagnosis, 
March, p. 155 

Auto accidents 

See Accidents 


Autotransfusion 
After hemorrhage, 
January, p. 13 
In thoracic injuries, 
March, p. 38 
Technique of, March, p. 54 
AV block 
Chest percussion for, 
January, p. 29 


Management of, February, p. 31 


Azulfidine 
See Salicylazosulfapyridine 


Bacteremia 
Management of, August, p. 87 


Bacteria 
In pulmonary inflammation, 
August, p. 53 

Correction, October, p. 123 
See also /nfection 


Bacterial culture 
Office techniques of, 
February, p. 211 
Balarsan 

See Arsthanol 


Ballottement 

In abdominal diagnosis, 

December, p. 40 
continued 
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Bandages 
Compression, March, p. 150 


Barbiturates 

In drug interactions, 
December, p. 23-26, 28 
Intoxication from, 

April, p. 13; October, p. 120 
Battered-child syndrome 
Family factors in, 

February, p. 204 

Bee 

See Hymenoptera 


Bell’s palsy 
Management of, 
February, pp. 113, 129 


Benadryl 
See Diphenhydramine 


Benemid 
See Probenecid 


Benzathine penicillin G 


For rheumatic fever prevention, 


July, p. 119 
For syphilis, March, p. 127 


Benzedrine sulfate 
For dysmenorrhea, 
February, p. 196 


Bereavement 
Nurse’s role in handling, 
March, p. 270 


Beta-adrenergic blocking 
agents 


For cardiac arrhythmias, 
February, pp. 172, 175 
In drug interactions, 
December, p. 32, 33 


Betadine 
See Povidone-iodine 


Betamethasone cream 
For photosensitivity, 
June, p. 75 

Bite 

See Dogbite 

Blackout 


Transient, from cardiac 
arrhythmia, November, p. 165 


Bladder 
Aspiration of, in children, 
September, p. 30 


Bleeding 


After anticoagulant therapy, 
March, p. 26 


Arterial, November, p. 74 
Blood transfusion and, 
January, p. 123 
Cerebral, March, p. 44 
Cerebellar, January, p. 82 
Dysfunctional 

In adolescence, 

February, p. 185 


Management of, 
February, p. 43 
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External, control of, 
January, p. 119; February, p. 143 
Finger staunching of, 
November, p. 80 
Gastric, differential diagnosis 
of, May, p. 11 
Gastrointestinal, infection- 
induced, November, p. 55 
Internal 
Control of, February, p. 143 
Differential diagnosis in, 
October, p. 66 
Interstitial, after leg injury, 
August, p. 106 
intra-abdominal, tapping for, 
February, p. 153 
Menstrual, in adolescence, 
February, p. 185 
Nasal, February, p. 103; 
July, p. 108 
And shock, January, p. 119 
Systemic factors in, March, p. 26 
Vaginal, in adolescence, 
and adenocarcinoma, 
September, p. 97 


Bleph-10 
For eye infections, April, p. 73° 


Blepharitis 
Management of, April, p. 73 


Blindness 
From giant-cell arteritis, 
October, p. 32 


Biock 
See AV block 


Blood 
Arterial, technique of taking, 
May, p. 42 
Banked, transfusions of, 
January, p. 14; June, p. 15 
Clotting factors in, action of 
(table), March, p. 30 
Loss of, 
Central venous pressure 
and, January, p. 123 
Dangers of sedation in, 
January, p. 86 
Stored, changes in, 
January, p. 14 
Substitutes for, 
January, p. 13; June, p.:15 
See also Bleeding; Transfusion 


Blood-gas analysis 
Indications and interpretation, 
May, p. 40 


Blood pressure 
See Hypertension; Hypotension 


Blood vessels 
Injuries to, February, p. 13 


In open wounds, 
September, p. 119 


Bone 
Effect of sickle-cell disease on, 
May, p. 137 





In open wounds, 
September, p. 119 


See also Fractures 


Boric acid 
In infants’ formula, 
January, p. 182 


Boston Collaborative Drug 
Surveillance Program 

And drug interactions, 
December, p. 35 


Botulism 


Clinical features of, 
December, p. 13 


Brain 

Hemorrhage in, types of, 

March, p. 44 

Injuries to, January, p. 127 
During delivery, June, p. 61 

Lesions of, in bacterial 

endocarditis, March, p. 163 

Viability of, February, p. 36 


Breast 
Self-examination of, after 
mastectomy, May, p. 224 


Breath sound 

Posteffort, in diagnosis of 
bronchial obstruction, 
November, p. 191 


Bretylium 

In cardiac arrhythymias, 
February, p. 175; 
September, pp. 172, 188 


Brigham Burn Budget 


Determining fluid needs with, 


April, p. 152 


Bronchiolitis 
Treatment of, January, p. 147 


Bronchus 
Partial obstruction of, 
November, p. 191 


Bronkosol 
See /soetharine 


Bruit 
See Cervical bruit 


Burns 
In children, January, p. 154; 
November, p. 43 
Electrical 
Management of, 
November, p. 37 
Of mouth, in children, 
November, p. 43 
Types of, November, p. 42 
Of eyelids, January, p. 42 
Fluid maintenance in 
Brigham Burn Budget for, 
April, p. 152 
Brooke formula for, 
October, p. 10 
CVP poor guide to, 
April, pp. 162, 169 
Of hands, August, p. 67 
continued 
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multiple injuries 








pregnancy 




































Lye 
Complications of, 
June, p. 102 


From ingestion, 
February, p. 109 
Management of, 
June, p. 100 
Neutrophil dysfunction in, 
July, p. 12 
Severe, management of, 
April, p. 152 
Upper GI tract, erosions and 
ulcers in, December, p. 13 
See also Smoke 


Bursitis 
Management of, 
November, p. 136 


Butazolidin 
See Phenylbutazone 


Calcium carbonate and 
glycerin 

For smoke ingestion, 
April, p. 177 


Calcium chloride 
For arrhythmia, January, p. 119 


Calcium disodium edetate 
In iron poisoning, January, p. 98 


Calcium gluconate 
For epinephrine-resistant 
anaphylaxis, July, p. 25 


Capreomycin 
For tuberculosis, May, p. 209 


Carbarsone 
For amebiasis, November, p. 61 


Carbenicillin 
For bacteremia, August, p. 87 


Carcinoma 

Cervical, diagnosis of, 
September, p. 87 
Ovarian, diagnosis of, 
December, p. 40 

In situ, management of, 
September, p. 91 
Squamous-cell, early 
appearance of, 
September, p. 97 


Cardiac arrest 
Cardiopulmonary resuscitation 
for, January, p. 119; 
February, p. 29 
Poletop technique of, 
November, p. 44 
Drugs for, June, p. 27; 
(letter), September; p. 9 
Methods of handling, 
November, p. 109 
See also Heart; 
Cardiopulmonary Resuscitation 


Cardiac arrhythmias 
See Heart 


Cardiac tamponade 
See Heart 





Cardiomyopathy 

Alcoholic, December, p. 45 
Cardiopulmonary resuscitation 
In ambulance, February, p. 33 


And drugs, June, p. 27; (letter), 
September, p. 9 


Duration of, February, p. 29 


For laryngectomee, 
October, p. 174 


Legal aspects of, 

February, p. 239 

Machine for, February, p. 37 
In multiple injury, 

January, p. 119 


Poletop technique of, 
November, p. 44 


Poolside, equipment for (letter), 
May, p. 9 


See also Heart; Cardiac arrest 
Catfish 

Stings from, July, p. 79 
Cathartics 

Hepatitis from, December, p. £5 
Catheter 


CVP, out of place, 
October, p. 59 


Foley, in nosebleed, 
February, pp. 107, 128 


Cautery 
For nosebleed, 
February, pp. 103, 128 


For subungual hematoma, 
January, p. 136 

Central venous pressure 
Base line, device to obtain, 
May, p. 105 

As measure of blood loss, 
January, p. 123 
Misplacement of catheter for, 
October, p. 59 

Poor fluid guide in severely 
burned, April, pp. 162, 169 

In premature infant, technique 
for, May, p. 126 
Cephaloridine 

For gonorrhea, March, p. 115 
Cerebellum 

Hemorrhage into, January, p. 82 
Cerebritis 

And fat embolism (letter), 
February, p. 11 


Cerebrospinal fluid 

Leak of, in facial fractures, 
February, pp. 109, 128 
Cervical bruit 

In impending stroke, 

March, p. 61 

Cervix 

Biopsy of, September, p. 88 
Carcinoma of, September, p. 87 
Dysplasia of, September, p. 87 


Pap smear of, in young, 
September, p. 88 








Cesarean section 
Infection as indication for, 
February, p. 157 


In acute abdominal trauma, 
April, p. 225 

Chalazion 

Management of, April, p. 73 


Charcoal 

To adsorb poisons, 
September, p. 137; 
October, p. 51 


For phenothiazine overdose 
(letter), November, p. 5 


For salicylate poisoning, 
September, p. 51 
Cheese 

In drug interactions, 
December, p. 23 

Chest 


Open wounds in, 
September, p. 105 


Percussion of, for 
atrioventricular block, 
January, p. 29 


Pleural drainage, improvised 
set for, January, p. 31 


Trauma to, management of, 
February, p. 122 


Blunt, producing lung 
contusions, June, p. 110 


Management of, 
February, pp. 122, 129 


Physiology of, 
February, p. 117 


Thoracotomy for, July, p. 110 
See also Flail chest 
Chest pain 
Drugs for, February, p: 36 
And myocardial infarction, 
November, p. 162 
Children 


Accidents to, complicated by 
infection, January, p. 154 


Burns in, January, p. 154; 
November, p. 43 


Diabetic, February, p. 243 


Endotracheal intubation in, 
May, p. 35 


Examination of 
For musculoskeletal 
abnormalities, June, p. 32 


After rape, October, p. 23 
Gonorrhea in, May, p. 128 
Hernia in, November, p. 65 
Iron poisoning in, January, p. 98 


Methadone poisoning of, 
November, p. 51 


Needle aspiration in, 
September, p. 29 


Peritonitis in, January, p. 163 


Postoperative infections in, 
January, p. 154 


Sedation for, February, p. 100 
Stress fractures in, May, p. 53 
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Tuberculosis in, February, p. 67; 
May, p. 209 


See also /nfant; Neonate 


Chioral hydrate 
In drug interactions, 
December, p. 28 


Chloramphenicol 

For amebiasis, November, p. 55 
For diarrhea, in infants, 

June, p. 98 

In drug interactions, 
December, p. 32, 35 

For typhoid fever, 

November, p. 61 


Chlorhexide 
See Chlorhexidine 


Chlorhexidine 
For skin swabbing, 
January, p. 55 


Chioromycetin 
See Chloramphenicol 


Chloroquine 
For malaria in pregnancy, 
April, p. 187 


Chlorothiazide 
For hypertension, 
January, p. 207 


Chlorpheniramine 
For hymenoptera sting, 
June, p. 93 


Chlorpromazine 
Overdosage, bizarre behavior in, 
August, p. 109 


Chlorpropamide 

In drug interactions, 
December, p. 32 
Choanal atresia 

In neonate, June, p. 143 


Cholestyramine 

In drug interactions, 
December, p. 25 

Chronic venous insufficiency 
Mimicking heart failure, 

May, p. 183 

Chylothorax 

In neonate, June, p. 144 
Ciguatera 

Poison, in fish, July, p. 89 
Cinchonism 

From quinidine, February, p. 173 
Cirrhosis 

Mimicking heart failure, 

May, p. 183 

Clinician 

Definition of, April, p. 106 
Clomid 

See Clomiphene 
Clomiphene 

In test of ovarian and pituitary 
activity, February, p. 197 

_ Clotting factors 

| See Blood 
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Coagulation 
Intravascular, in respiratory 
failure, December, p. 13 


Colchicine 
For gout, November, p. 136 


Colistin 

For diarrhea, in infants, 
June, p. 98 
Coly-Mycin S 

See Colistin 


Coma 
Barbiturate, April, p. 13 


Commitment 
Procedures for, January, p. 90 


Computer 
In medical education, 
November, p. 107 


Congestive heart failure 
See Heart failure 


Conjunctivitis 
Allergic, April, p. 71 
Gonorrheal, in child, 
May, p. 130 


Contraceptives 
And gonorrhea, March, p. 100 


Convulsion 

In neonate, January, p. 171 
Maternal history and, 
January, p. 175 

See also Seizures 


Coral 
Cuts from, July, p. 77 


Coramine 
See Nikethamide 


Cornea 

Injuries to, diagnosis of, 
without fluorescein (letter), 
February, p. 11 

Coronary care unit 
Ambulance equipped as, 
March, p. 134 

Value of, February, p. 34; 
July, p. 49 

Cor pulmonale 

From airway obstruction, 
July, p. 43 

Corticosteroids 

For congestive heart failure, 
May, p. 182 

For fat embolism, May, p. 29 


Cortisone 

In drug interactions, 
December, p. 28 
Coumadin 

See Warfarin sodium 


Countershock 

See Defibrillation 
Cricothyroidotomy 

Indications for, February, p. 132 
Culdocentesis 


In diagnosis of ectopic 
pregnancy, June, p. 59 


































































Culture 
See Bacterial culture 


Cycloserine 
For tuberculosis, May, p. 209 


Cysts 

Lung, in neonate, June, p. 144 
Ovarian, diagnosis of, 
December, p. 40 


Pelvic, managemeni of, 
February, p. 43 


Daraprim 
See Pyrimethamine 


Darenthin 
See Bretylium tosylate 


Darvon 
See Propoxyphene 


Death 

Child’s reaction to, 
March, p. 275 

Of a child, March, p. 273 


Family problems after, 
Marcl:, p. 270 


Decadron 
See Dexamethasone 


Deferoxamine 

In iron poisoning, 

January, p. 98 

Defibrillation 

In cardiac arrest, February, p. 33 
In myocardial infarction, 
January, p. 27 

Of pregnant woman, April, p. 144 


Deformities 

Prevention of, in juvenile 
rheumatoid arthritis, 

April, p. 97 

Dehydration 

Diagnosis of, August, p. 83 


Delalutin 
See Hydroxyprogesterone 


Delestrogen 
See Estradiol valerate 


Delivery 
Brain damage during, 
June, p. 61 


Demerol 
See Meperidine 


Dental extraction 
In hemophiliacs, 
November, p. 12 


Depression 

Diagnosis of, August, p. 21 
From levodopa, July, p. 101 
Patient interviews, August, p. 31 
Treatment of, August, p. 24 


Dermatitis 

Contact, from Volkswagen 

tires, March, p. 78 

Exfoliative, in infants, from 

boric acid ingestion, 

January, p. 182 
continued 
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Desferal 
See Deferoxamine 


Detoxification 

Of heroin addict, April, p. 132 
Dexamethasone 

For stroke, August, p. 104 
Dextran 


As blood substitute, 
January, p. 13 


For hypovolemic shock, 
January, p. 27 


In sickle-cell disease, 

May, p. 141 

Diabetes 

In children, February, p. 243 


Drug interactions in, 
December, p. 22-35 


Hypoglycemia in, August, p. 106 


Diabetic acidosis 
See Acidosis 


Dialysis 


Peritoneal, in congestive heart 
failure, May, p. 182 


After poisoning, October, p. 52 
Diamox 

See Acetazolamide 

Diarrhea 

In infants, June, p. 95 
Diazepam 


Danger of, in severe blood loss, 
January, p. 86 

For fibrositis, August, p. 39 

For neonatal convulsions, 
January, p. 175 


Dibenzyline 
See Phenoxybenzamine 


Diethylstilbestrol 
In pregnancy, consequences of, 
September, p. 97 


Digestive organs . 
See Gastrointestinal tract 


Digitalis 

For atrial tachyarrhythmia, 
January, p. 30 

In cardiac arrhythymias, 
September, pp. 172, 181 
For cardiogenic shock, 
January, p. 28 

In drug interactions, 
December, p. 33, 35 


Excessive, effects of, 
January, p. 229 


Diiodohydroxyquinoline 
For amebiasis, November, p. 55 


Dilantin 
See Diphenylhydantoin 


Dimenhydrinate 

For sudden hearing loss, 
June, p. 153 

Diodoquin 

See’ Diiodohydroxyquinoline 





Diphenhydramine 
For minor transfusion reaction, 
February, p. 219 


Diphenoxylate 
Contraindicated in diarrhea in 
infants, June, p. 98 


Diphenylhydantoin 

For cardiac arrhythmias, 
January, p. 228; February, 
p. 172; September, p. 172 


In drug interactions, 
December, p. 22, 24, 25, 32 
For seizures, after head injury, 
February, p. 229 


Toxic effects of, February, p. 175 


Dipyridamole 

In thrombosis prevention, 
September, p. 128 

Disaster 

Legal responsibilities of 
physician in, May, p. 212 
Medical aspects of, 

April, pp. 27, 34, 47 
Diuresis 

In congestive heart failure, 
May, p. 183 

In diagnosis of dehydration, 
August, p. 85 

After poisoning, induction of, 
October, p. 52 

Diving 

Breath-hold, dangers of, 

in shallow water, July, p. 94 
Dogbite 

Prevention and management of, 
December, p. 46 

Done’s nomogram 

In diagnosis of salicylate 
poisoning, September, p. 48 
Dopram 

See Doxapram 


Doxapram 

In heroin overdose, April, p. 125 
Doxycycline 

For gonorrhea, March, p. 115; 
May, p. 216 

Dramamine 

See Dimenhydrinate 
Drowning 

Near, management of, 
November, p. 12 

Drug addiction 

And emergency surgery, 
August, p. 17 

And laws, April, p. 216 
Management of, April, p. 122: 
October, p. 83 

Drug users 

Changes in April, p. 116 

On heroin, April, p. 119; 
October, p. 120 

Interviews with, 

October, pp. 87, 102 

New laws for, April, p. 216 





Drugs 
Abuse of, April, p. 116; 
October, p. 83 

Laws on, April, p. 216 
For cardiac arrhythmias, 
January, p. 119; 
September, p. 170 
in cardiac resuscitation, 
April, p. 199 
For cardiogenic shock, 
April, p. 202 
For depression (table), 
August, p. 24 
Interactions of, December, 
p. 21-35 

Mechanisms of, 

December, p. 21-35 

Studies of, 

December, p. 21-35 
Overdose of, April, p. 124; 
August, p. 106; October, p. 120 

Hemoperfusion for, 

August, p. 90 

Simulating eclampsia, 

April, p. 151 
In pregnancy, effects of, 
on fetus, February, p. 50 
Prophylactic, for cardiac 
arrhythmias, September, p. 177 
Psychoactive, and highway 
accidents, October, p. 9 
For status asthmaticus, 
June, p. 114 
In treatment of lye burns, 
June, p. 101 
See also generic names 


Duodenum 
Fistula of, July, p. 12 


Hematoma of, produced by fall, 
November, p. 159 


Dyrenium 
See Triamterene 


Dysmenorrhea 
In adolescence, February, p. 191 


Dysplasia 

Cervical 
As cancer precursor, 
September, p. 87 
Management of, 
September, p. 91 


Dystocia 
See Shoulder dystocia 


Ear 

Aspiration of 
For amniotic fluid, in 
diagnosis of neonatal 
infection, December, p. 58 
In children, technique of, 
September, p. 30 

Injuries to, February, p. 113 
Of cartilage, February, p. 96 


Earthquake 

In Los Angeles, medical 
aspects of, April, p. 27 
continued 
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Eclampsia 

Simulated by drug overdose, 
April, p. 151 

Ectopic pregnancy 

See Pregnancy 


Ectropion 
Management of, April, p. 68 


Edecrin 
See Ethacrynic acid 


Edema 
See Pulmonary edema 


Edrisal 
See Benzedrine sulfate 


Edrophonium 
In test for myasthenia crisis, 
September, p. 33 


Elderly 
Analgesic dosage for, 
November, p. 105 


Life adjustment of, assistance in, 


September, p. 195 

Nasal bleeding in, 
February, p. 128 
Tetanus immunization in, 
need for, July, p. 26 


Electrocardiogram 

As clue to accident, November, 
p. 164 

Interpretation of, test for, 
January, p. 187 

Transmission of, by telephone, 
May, p. 60 


Electroencephalogram 
Interpretation of, 
February, p. 233 


Electricity 
Pacemaker affected by, 
September, p. 41 


Electrolytes 

Derangement of, August, p. 85 
In heat exhaustion, 
June, p. 84 


Embolism 
Fat 
And cerebritis (letter), 
February, p. 11 
Diagnosis of, July, p. 44 
Management of, 
February, p. 14 
Respiratory failure from, 
May, p. 29 
Test for, July, p. 44 
Pulmonary 
Diagnosis of, June, p. 31 
With lung scan, 
February, p. 78 
Mimicking heart failure, 
May. p. 182 
Streptokinase for, 
September, p. 127 


Urokinase for, 
September, p. 122 
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Emergency room 

Community use of 

September, p. 17 

inadequacy of examinations in 
October, p. 37 

Mobile, advantages of, 
September, p. 149 

Patient tagging in, April, p. 47 
Updating of, March, p. 13 


Emesis 

And activated charcoal, 
September, pp. 51, 137: 
October, p. 51: 

(letter), November, p. 5 
With apomorphine, 
October, p. 45 


With ipecac, October, p. 45 
vs. gastric lavage, 
March, p. 59 


Emetine 
For amebiasis, November, p. 55 


Emphysema 

Lobar, in neonate, June, p. 144 
Mimicking heart failure, 

May, p. 183 

X-ray diagnosis of, 

February, p. 67 


Empyema 
X-ray diagnosis of, 
February, p. 67 


Endocarditis 


Bacterial, diagnosis of, 
March, p. 163 


Endometriosis 
In adolescents, February, p. 191 


Enema 
Soapsuds, dangers of, 
November, p. 151 


Enovid 
See Norethynodrel 


Enterocolitis 
Differential diagnosis of, 
June, p. 62 

Necrotizing, in newborn, 
May, p. 116 


Entropion 
Management of, April, p. 68 


Enzymes 

Changes in, in old blood, 
January, p. 14 

For face injuries, 
February, p. 101 

For pleura! discharge, 
January, p. 151 


Epidural hematoma 
See Hematoma 


Epiglottitis 

Acute, mishandled, 
September, p. 147 

In adult, diagnosis and 
management of, 
December, p. 62 





In children, treatment of, 
January, p. 147 

Epinephrine 

For eyelid edema, January, p. 43 
Resistance to, July, p. 25 


ER 
See Emergency room 


Ergonovine 
For dysfunctional bleeding, 
February, p. 43 


Ergot 

For incomplete abortion, 
February, p. 51 

For threatened abortion, 
February, p. 48 


Ergotrate 
See Ergonovine 


Eruption 
From gonorrhea, May, p. 216 


Erythrocin 
See Erythromycin 


Erythrocin stearate 
See Erythromycin stearate 


Erythromycin 
In rheumatic fever, July, p. 120 


Erythromycin stearate 
For amebiasis, November, p. 61 


Esophagoscopy 
In lye burns, June, p. 100 
Esophagus 
Atresia of, in neonate, 
June, p. 143 
Foreign body in, 
November, p. 23 
Lye burns of, June, p. 100 
Perforation of, June, p. 108 
Rupture of 
Spontaneous, June, p. 108 
Treatment of, January, p. 50 
Due to vomiting, 
January, p. 47 
Varices of, November, p. 61 


Estradiol valerate 
For functional bleeding, 
February, p. 186 


Estriol 

Urinary, as sign of fetal 
insufficiency, September, p. 82 
Estrogens 

Conjugated, for dysfunctional 
bleeding, February, p. 43 


Ethacrynic acid 

In congestive heart failure, 
precautions with, 

May, pp. 178, 190 

For hypercalcemia, 
February, p. 199 


For severe anemia of pregnancy, 


April, p. 187 


Ethambutol 

For tuberculosis, 

May, pp. 157, 209 
continued 








pelvic injury 





pulmonary inflammation 












































































INDEX 1971 


Ethionamide 
For tuberculosis, May, p. 209 


Ethisterone 
For functional bleeding, 
February, p. 186 


Evacuation 
Of injured, in L.A. earthquake, 
April, p. 30 


Exercise 

For fibrositis, importance of, 
August, p. 39 

Fractures from, May, p. 46 

In hot weather, precautions, 
June, p. 87 

After myocardial infarction, 
training for, September, p. 57 
For postmastectomy patient, 
May, p. 224 


Explosion 

ER management of victims 
of, April, p. 34 

Eye 

Changes in, in juvenile 
rheumatoid arthritis, 
April, p. 93 

Infection of, April, p. 68 
Lye burns of, June, p. 102 
Prevention of retrolental 
fibroplasia in, April, p. 83 
See also Cornea 


Eyelids 
Accidents to, January, p. 40 


Face 

Injuries to 
From laminated windshields, 
November, p. 11 
Management of, 
February, pp. 79, 101; 
October, p. 161 


Facial nerve 
Injury to, February, p. 97 


Fat embolism 
See Embolism 


Fetus 
Effect on 
Of countershock for 
ventricular fibrillation, 
April, p. 144 
Of diethylstilbestrol, 
September, p. 97 
Of drugs, February, p. 50 
At risk, urinary estriol as 
indication of, September, p. 82 
Shoulder dystocia in, maneuvers 
to relieve, January, p. 164 


Fibroids 


Uterine, diagnosis of, 
December, p. 40 


Fibrositis 
Management of, August, p. 38 


Finger 


Injured, amputation of, 
August, p. 64 
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Partially severed, management 
of, June, p. 154 


To stop bleeding, 
November, p. 80 
Fingernail 
Hematoma of, paper clip 
cautery for, January, p. 136 
Fire rescue squad 
And coronary care unit, 
July, p. 57 
Fish 
Poisoning from 
By ingestion, July, p. 88 
By stinging, July, p. 65 
Fishhook 
Removal of, July, p. 99; 
(letter), October, p. 5 
Fistula 


Duodenal, management of, 
July, p. 12 


Tracheoesophageal, in neonate, 


June, p. 143; July, p. 31 


Flagyl 
See Metronidazole 


Flail chest 

Physiology of, May, p. 29 

Stabilization of, February, 

pp. 129, 144; May, p. 29 

Fluids 

Derangement of, August, p. 85 
In heat exhaustion, 
June, p. 84 

Replacement of, in possible 

shock, November, p. 139 


Foot 
Dislocation of, February, p. 72 


Forceps 
Brain damage from, during 
delivery, June, p. 61 


Forearm 
Functional nerve loss in injury 
of, June, p. 71 


Foreign body 

In nose, removal of, 

November, p. 25 

Preventing ingestion of, 
November, p. 28 

In throat, removal of, February, 
pp. 109, 129; November, p. 23 


Fractures 

And abdominal soft-tissue 
injury, April, p. 138 
Arterial damage with, 
March, pp. 32, 36 


Delayed treatment of, 
March, p. 36 


About ear, effects of, 
February, p. 113 


ER management of, 
January, p. 127 


Of larynx, February, p. 111 


Open, emergency care of, 
August, p. 40 





Of skull, signs of, 

September, p. 78 

Stress, from exercise, May, p. 46 
X-rays of, February, p. 56 


Fungus 
Drugs for, May, p. 106 


Fungizone 
See Amphotericin B 


Furosemide 

In congestive heart failure, 
precautions with, 

May, pp. 178, 190 

For hypercalcemia, 

February, p. 199 

In hypertension, January, p. 207 
In drug interactions, 

December, p. 35 


Gantrisin 
See Sulfisoxazole 


Garamycin 
See Gentamicin 


Gas explosion 

In New York, medical aspects 
of, April, p. 34 

Gas gangrene 

In open wounds, 

September, p. 109 


Gastric lavage 

Dangers in, March, p. 59 
With hypertonic saline, death 
from, August, p. 43 

Improved assembly for, 

May, p. 111 

Vs. ipecac, March, p. 59 


Gastritis 
Hemorrhagic, management of, 
May, p. 11 


Gastrointestinal tract 
Bleeding from, infection 
induced, November, p. 55 
Traumatic injuries to, 

January, p. 127 

Upper, erosions and ulcers of, 
from burns, December, p. 13 


Gastroscopy 
Fiber, of bleeding stomach, 
March, p. 142 


Gelfoam 
As nasal pack, danger of, 
February, p. 107 


Genitourinary tract 
Injury to, January, p. 127 


Gentamicin 

In bacteremia, August, p. 87 
Contraindicated in lye burns, 
June, p. 102 

For neonatal infection, 
March, p. 67 


Glaucoma 

Acute, diagnosis missed in ER, 

July, p. 32 

Management of, Aprii, p. 70 
continued 
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Globulin 
Serum immune, indications for, 
September, p. 71 


Glucagon 
For epinephrine-resistant 
anaphylaxis, July, p. 25 


Glutethimide 
In drug interactions, 
December, p. 24, 28 


Glycobiarsol 
For amebiasis, November, p. 61 


Gonococcus 
Culture of, March, p. 107 


Vietnam strains, resistance of, 
March, p. 114 


Gonorrhea 
In children, May, p. 128 


Danger of, to obstetrician, 
March, p. 101 


Diagnosis of, March, p. 107 
Drugs for, March, p. 114 
Eruptions of, May, p. 216 

In men, March, p. 100 


Penicillin for, anaphylactic 
reaction after (letter), 
June, p. 22 

Treatment of, by injection 
(letter), June, p. 22 


In women, March, p. 99 


Good Samaritan 
And cardiopulmonary 
resuscitation, February, p. 239 


Legal aspects of being, 
June, p. 161 


At sea, maritime law on, 
July, p. 131 


Grief 
Patterns of, March, p. 270 


Psychosomatic responses to, 
March, p. 272 


Griseofulvin 
In drug interactions, 
December, p. 24, 28 


G-suit 
In hemorrhage control, 
June, p. 15 


Guanethidine 
In drug interactions, 
December, p. 33 


For hypertension, 
January, p. 207 


Guanidine 
In botulism, December, p. 13 


Gynecology 
Emergencies in, February, p. 41 


Haight-Ashbury Free Clinic 
For drug addicts, April, p. 124 


Hair 
Breakage of, April, p. 79 





Hallucinogen 
See LSD 


Hand 
Injuries to, immediate care of, 
August, p. 63; October, p. 161 


Hand-foot syndrome 


In sickle-ceil disease, 
May, p. 137 


Harrison Act of 1914 
And drug addict, April, p. 116 


Head 

Injuries to 
Management of, 
February, p. 229 
Sequence of severity in, 
March, p. 44 

Open wounds in, 

September, p. 104 


Headache 

In bacterial endocarditis, 
March, p. 163 

And intracranial aneurysm, 
differential diagnosis, 
June, p. 67 


Hearing 
Sudden loss of, June, p. 152 


Heart 
Arrhythmias of 
Atrial, September, p. 154 
Blackout from, 
November, p. 165 
Drugs for, January, p. 119; 
September, p. 170 
Prophylactic, 
September, p. 177 
By type, February, p. 172 
Management of, 
January, p. 229; April, p. 194 
In myocardial infarction, 
January, p. 30 
Supraventricular, 
September, p. 155 
Ventricular, September, p. 160 
Atrioventricular block, 
September, p. 159 


Chest percussion for, 
January, p. 29 


Conduction disorders in, 
September, p. 162 


Papillary muscle dysfunction in, 
December, p. 86 
And pulmonary edema, 
April, p. 209 
Resuscitation of 
Drugs for, June, p. 27 
Machines for, February, p. 37 
By precordial shock, 
April, p. 194 
By stimulation, 
February, p. 36 
Rheumatic, in pregnancy, 
July, p. 123 





Tamponade, management of, 
January, p. 123; October, p. 81 
See also Cardiac arrest; Chest 
pain; Coronary Care; Cor 
pulmonale; Defibrillation; 
Endocarditis; Myocardial 
infarction; Myocardium; 
Pacemakers; Tachycardia 


Heart disease 
Congenital, in neonates, 
June, p. 139 


Heart failure 

Chronic, management of, 

January, p. 228 

Conditions mimicking, 

May, p. 182 

Congestive 
Diagnostic criteria for 
(table), June, p. 140 
Management of, May, p. 182 
Stages of, May, p. 172 

In diabetic, December, p. 76 

In sickle-cell disease, 

May, p. 140 

Tonsillectomy for, July, p. 43 


Heart sounds 
In cardiac diagnosis, 
March, p. 155 


Heat 
lll effects of, June, p. 73 


Heat exhaustion 
Management of, June, p. 84 


Heat stroke 
Diagnosis and management of, 
June, p. 80 


Precautions against, June, p. 74 


Hematoma 
Duodenal, from fall, 
November, p. 159 
Epidural 

Craniotomy for, 

September, p. 75 

Diagnosis of, 

September, p. 74 
Subdural, tap for, May, p. 171 
Subungual, paper clip cautery 
for, January, p. 136 


Hemiplegia 
EEG clues to, November, p. 174 


Hemoperfusion 
For detoxification, August, p. 90 


Hemophilia 

Dental extractions in, 

November, p. 12 

Home treatment of, 

February, p. 219 
U.S. centers for, 
February, p. 222 


Hemorrhage 
Autotransfusion after, 
January, p. 13 
Diagnostic error in, 
January, p. 86 
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Emergency management of, 
July, p. 11 

Into forearm, functional nerve 
loss from, June, p. 71 
Gynecologic, types of, 
February, p. 41 

Intracerebellar, January, p. 82 
Nasal, February, p. 103 

From open wounds, 
September, p. 104 

From T and A, management of, 
February, p. 109 

With thoracic injuries, 

March, p. 38 

See also Bleeding 


Hepatitis 
From oxyphenisatin in 
cathartics, December, p. 55 


Hernia 
In acute abdomen, 
January, pp. 71, 75 
Diaphragmatic 
In neonate, June, p. 143 
X-ray diagnosis of, 
February, p. 67 
Indirect inguinal, in children, 
surgery for, November, p. 65 
Richter’s, and intestinal 
obstruction, January, p. 71 


Heroin 
Addiction to, patterns of, 
April, p. 116 
Overdose of 
Management of, April, p. 124; 
October, p. 120 
Narcotic antagonists for, 
April, p. 125; October, p. 122 
Withdrawal from, April, p. 129 


Highway accidents 
See Accidents 


Hip 

Dislocation of, x-ray diagnosis 
of, February, p. 72 
Subcapitular fracture of, 
October, p. 37 


Hornet 
See Hymenoptera 


Hospitals 

Plan for disaster mobilization of, 
April, p. 37 

Infection, surveillance system 
in, November, p. 200 

Public relations in, June, p. 51 
Transportation of newborn 
between, January, p. 32 


Hydatidiform mole 
Diagnosis of, December, p. 40 


Hydralazine 
For hypertension, 
January, p. 207 


Hydrochlorothiazide 
For hyptertension. 
January, p. 207 


MERGENCY MEDICINE / DECEMBER 1971 





Hydrocortisone sodium 
succinate 


For hymenoptera stings, 
June, p. 93 


Hydrotherapy 
For cutaneous lye burns, 
June, p. 101 


Hydroxyprogesterone 
For functional bleeding, 
February, p. 186 


Hydroxyzine 
For asthma, May, p. 216 


Hymenoptera 
Stings from, reaction to, 
June, p. 89 

Delayed, June, p. 93 


Hypercalcemia 
Management of, 
February, p. 199 


Hyperkalemia 
Management of, August, p. 85 


Hypertension 
Drugs for, January, p. 207 


Portal, mimicking heart failure, 
May, p. 183 


Hyperventilation 
Mimicking heart failure, 
May, p. 182 


Hypoglycemia 
In newborn, signs of, 
March, p. 148 


In diabetic, August, p. 106 


Hypoglycemic drugs 
In drug interactions, 
December, p. 22-35 


Hypokaiemia 
Management of, August, p. 85 


Hypotension 
See Shock 


Hypothermia 
In diabetic acidosis, 
November, p. 69 


Hypoxia 
In neonate, gastric perforation 
from, May, p. 119 


Immunization 
Programs for, September, p. 66 


Inderal 
See Propranolol 


Indianapolis 500 
Medical facilities for, July, p. 19 


Indocin 
See Indomethacin 


Indomethacin 
For arthritis, November, p. 136 


Infant 

Acute subdural hematoma in, 
May, p. 171 

Aspiration of, technique for, 
September, p. 29 
























































Boric acid in formula, effects of, 
January, p. 182 

Diarrhea in, June, p. 95 
Endotracheal intubation in, 
technique of, May, p. 34 
Gonorrheal conjunctivitis in, 
March, p. 119 

Otitis media in, December, p. 90 
Vaccination of, schedule for, 
September, p. 66 

Wheezing in, differential 
diagnosis by, April, p. 103 

See also Neonate 


Infarction 
Lung, in sickle-cell disease, 
May, p. 143 


See also Myocardial infarction 


Infections 
With fractures, sources of, 
March, p. 36 
Fungal, May, p. 106 
Hospital surveillance system 
against, November, p. 200 
Lower abdominal, in women, 
May, p. 93 
Neonatal, March, p. 67; 
December, p. 58 
Office culture of, 
February, p. 211 
Postoperative, factors in, 
November, p. 193 
In children, January, p. 154 
Pulmonary, August, p. 53 
Correction, October, p. 123 
Respiratory, bacterial vs. viral, 
January, p. 144 
Strep, treatment of, July, p. 119 
See also Bacteremia; specific 
diseases 


Influenza 

Vaccination against, indications 
for, September, p. 67 
Insecticides 

In drug interactions, 

December, p. 28 


Insulin 
In diabetic acidosis, 
November, p. 69 


Intravenous infusion 

Sites for, February, p. 150 
Small, in adult (letter), 

April, p. 9 

Steroids with, February, p. 150 


International Association for 
Medical Assistance to 
Travellers 


Activities of, May, p. 68 


Inter-Society Commission 
for Heart Disease Resources 


Report of, August, p. 98 


Intubation 
Endotracheal 
Complications of, May, p. 26 
Techniques of, May, p. 24 
continued 
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Intussusception 
lleocecal, with minimal signs, 
September, p. 144 


Ipecac 
As emetic, in poisoning, 
October, p. 45 
vs. gastric lavage, 
March, p. 59 


lridocyclitis 

In juvenile rheumatoid arthritis, 
April, p. 93 

Iron poisoning 

In children, January, p. 98 


Iron supplements 
In drug interactions, 
December, p. 25 


ismelin 
See Guanethidine 


Isoniazid 
For tuberculosis, 
January, p. 153; May, p. 209 


Isoproterenol 

For arrhythmia, 

January, p. 119; February, p. 173 
In AV block, February, p. 31 

In cardiac resuscitation, 
June, p. 28 

For cardiogenic shock, 

January, p. 27 

And congestive heart failure, 
May, p. 187 


lsoetharine 
For dilatation of bronchi, 
June, p. 116 


Isuprel 

See /soproterenol 
Jellyfish 

Toxin of, July, p. 70 
Jogging 

After a heart attack, 
September, p. 56 
Joints 


Diseases of, differential 
diagnosis of, November, p. 133 


Open wounds in, 

September, p. 114 

X-rays of, in rheumatoid 
arthritis, April, p. 98 

Junkie 

Types of, April, p. 122 

See also Drug users 

Juvenile rheumatoid arthritis 
See Arthritis 

Kanamycin 

For gonorrhea, March, p. 115 
For irrigation of wounds, 
June, p. 16 

For tuberculosis, May, p. 209 
Kantrex 

See Kanamycin 

Kaolin 


In drug interactions, 
December, p. 25 





Keflin 
See Cephalothin 


Ketamine 
To sedate small children, 
February, p. 100 


Kidney stones 
Causing abdominal pain, 
November, p. 145 


See also Renai 


Knee 
Septic arthritis of, 
November, p. 155 


Labor 
Induction of, February, p. 157 


Premature, IV alcohol and 
dextrose to delay, April, p. 64 


Laryngectomee 
Assistance for, October, p. 171 
Problems of. October, p. 167 


Resuscitation techniques for, 
October, p. 174 


Laryngectomy 
Care of stoma after, 
October, p. 174 


Laryngotracheobronchitis 
Antibiotics for, January, p. 147 


Larynx 
Fracture of, February, p. 111 


Lasix 
See Furosemide 


Lavage 
See Gastric lavage 


Law 
Good Samaritan 
ineffectiveness of, 
June, p. 161 
In Vermont, January, p. 216 
Maritime, and medical 
obligations, July, p. 131 


Leg 
Open wounds in, 
September, p. 105 


Leukocyte count 

As index of etiology of 
respiratory infection, 
January, p. 144 


Levallorphan 

In heroin overdosage, 
April, p. 125 

In methadone poisoning, 
November, p. 49 


Levarterenol 

In cardiac resuscitation, 
June, p. 28 

For cardiogenic shock, 
January, p. 27 


Levodopa 
Depression from, July, p. 101 


Psychotic reactions to, 
July, p. 102 





Levophed 
See Levarterenol 


Liability 

In disaster, May, p. 212 

Of Good Samaritan, 
January, p. 216; June, p. 161 
Proximal, December, p. 49 


Licorice 


Potassium depletion due to, 
April, p. 90 


Lidocaine 

In acute myocardial infarction, 
January, p. 27; February, p. 32 
For cardiac arrhythmia, 
January, p. 228; February, p. 172 
For chest pain, February, p. 36 


Life Pack system 
For countershock, 
February, p. 150 


Liver 

Enlarged, in sickle-cell disease, 
May, p. 140 

Trauma to, in children, 
January, p. 163 


Lomotil 
See Diphenoxylate 


Lorfan 
See Levallorphan 


Loridine 
See Cephaloridine 


Lost chord clubs 
For laryngectomees, 
October, p. 171 


LSD 
Overdose of, interview during, 
October, p. 100 


Use of, April, p. 118 


Lung 

Aspiration of, in children, 
September, p. 29 
Contusion of, 

February, p. 149; June, p. 109 
Functional impairment of, 
after chest trauma, 
February, p. 117 

Infarcts of, in sickle-cell 
disease, May, p. 143 
Masses in, in neonate, 
June, p. 144 


See also Pulmonary edema; 
Respiratory distress 


Lye 
Antidotes for, June, p. 100 
See also Burns 


Mafenide 
For cutaneous lye burns, 
June, p. 101 


Magnesium sulfate 
Intoxication in newborn, 
May, p. 116 
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Malaria 

Delayed diagnosis of, 
December, p. 42 

In pregnancy, April, p. 187 
Malpractice suits 
Precautions against, 
November, p. 178 


Mannitol 

In CNS injuries, March, p. 55 
In congestive heart failure, 
May, pp. 182, 190 
Man-of-war 

Stings of, July, pp. 67, 70 


MAO inhibitors 
In drug interactions, 
December, p. 23, 33 


Mardi Gras 
Medical problems of, April, p. 55 


Marijuana 
And highway accidents, 
October, p. 9 


Mastectomy 
Rehabilitation after, May, p. 223 
Exercises for, May, p. 224 


Measles 
Vaccination for, 
September, p. 67 


Mediastinum 
Masses in, in neonate, 
June, p. 144 


Medical assistance 
For travelers, May, p. 68 


Medical education 
Computer teaching in, 
November, p. 107 


Medica! records 

Adequate detail in, April, p. 88; 
November, p. 183; 

December, p. 49 


Medrol 
See Methy/prednisolone 


Menarche 
Absence of, in adolescent, 
February, p. 196 


Onset of, character and 
complications of, 
February, p. 185 


In bacterial endocarditis, 
March, p. 163 


Menorrhagia 
In adolescence, February, p. 185 


Meperidine 
And acute abdomen, 
January, p. 65 


Mephentermine 
In cardiac resuscitation, 
June, p. 28 


Meprobamate 
In drug interactions, 
December, p. 28 





Mestinon 
See Pyridostigmine 


Metabolic acidosis 
See Acidosis 


Metabolites 
In diagnosis of neonatal 
convulsions, January, p. 171 


Metaraminol 

In cardiac resuscitation, 
June, p. 28 

For cardiogenic shock, 
January, p. 27 


In tachycardia, June, p. 67 


Methapyrilene 
Overdose of, simulating 
eclampsia, April, p. 151 
Methimazole 


For thyrotoxic storm, 
March, p. 75 


Methoxamine 


In cardiac resuscitation, 
June, p. 28 


Methyldopa 
For hypertension, 
January, p. 207 


Methyiprednisolone 
For near drowning, 
November, p. 12 


Metronidazole 
For trichomonad infection, 
February, p. 51 


Milibis 

See Gl/ycobiarsol 
Milk 

In drug interactions, 
December, p. 24 
Monilia infection 
Drugs for, February, pp. 41, 51 
Moniliasis 
Management of, 
February, pp. 41, 51 
Morphine 

And acute abdomen, 
January, p. 65 

In acute heart failure, 
May, p. 182 

In shock, dangers of, 
February, p. 143 
Mouth 

Electrical burns of, 
November, p. 43 
Mumps 

Vaccination for, 
September, p. 66 
Muscle 

Open wounds in, 
September, p. 114 
Myambutol 

See Ethambutol 


Myasthenia gravis 
Crisis in, September, p. 31 


Edrophonium as test of status, 
September, p. 33 





Mycostatin 
See Nystatin 


Myocardial infarction 
Arrhythmias in, January, p. 30 
Atypical, May, p. 218 
And coronary care units, 
July, p. 49 
Exercise after, training for, 
September, p. 56 
Management of, January, p. 27 
Hospital, February, p. 30 
Prehospital, January, p. 27 
Prodromal signs of, 
November, p. 161 
Early treatment for, 
August, p. 98 
Silent, February, p. 179 
Streptokinase for, 
September, p. 127 


Myocardium 
Potassium depletion from, 
June, p. 132 


Myringotomy 
For otitis media, October, p. 31 


Myxedema 
Mimicking heart failure, 
May, p. 183 


Nalline 
See Nalorphine 


Nalorphine 

For heroin overdosage, 
April, p. 125 

In methadone poisoning, 
November, p. 49 


As morphine antagonist, 
February, p. 145 


Naloxone 
For heroin overdosage, 
October, p. 122 


In methadone poisoning, 
November, p. 49 


Narcan 
See Naloxone 


Neck 

Open wound in, 
September, p. 105 
Penetrating wounds of, 
December, p. 13 


Needle aspiration 
In children, September, p. 29 


Neomycin 
For diarrhea, in infants, 
June, p. 98 


Neonate 
Amniotic fluid in ear, 
aspiration of, to diagnose 
infection, December, p. 58 
Convulsion of, January, p. 171 
Appendicitis in, mortality from, 
August, p. 18 
Congenital heart disease in, 
June, p. 139 
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Gastric perforation in, 
May, p. 119 


Gonorrhea and, March, p. 101 
Hypoglycemia in, March, p. 148 
Ill, interhospital transport of, 
January, p. 36 


Infection of 
Antibiotics for, March, p. 67 


Diagnosis of, December, p. 58 
Intensive care of, 
January, p. 32 
Lumbar puncture in, 
technique of, September, p. 27 
Lung disorders in, differential 
diagnosis, June, p. 141 
Magnesium sulfate intoxication 
in, May, p. 116 
Necrotizing enterocolitis in, 
May, p. 126 
Oxygen therapy for, new 
standards of, April, p. 83 
Respiratory distress in, 
June, p. 141 
Septicemia in, September, p. 23 
Tracheoesophageal fistula in, 
July, p. 31 
See also /nfant 


Neostigmine 

In drug interactions, 
December, p. 25 

In fish poisoning, July, p. 89 
In myasthenia gravis, 
September, p. 32 


Nerve 

Facial, injury to, February, p. 97 
Fracture injury to, April, p. 142 
Functional loss, in forearm 
injury, June, p. 71 


In open wounds, 
September, p. 119 


Nikethamide 
For hymenoptera sting, 
June, p. 93 


Nocardiosis 
Sulfonamides for, May, p. 106 


Norethindrone 
For functional bleeding, 
February, p. 186 


Norethynodrel 
For functional bleeding, 
February, p. 186 


Norit-A 
See Activated charcoal 


Nose 

Broken, repair of, 

September, p. 59 

Foreign bodies in, 

February, pp. 108, 129 
Removal of, November, p. 25 

Internal injuries of, 

February, p. 108 





Nosebleed 
Management of, February, p. 103 
Intranasal cooling in, 
July, p. 108 
Packing of, 
February, pp. 107, 108, 128 


Nystatin 
For moniliasis, 
February, pp. 41, 51 


Obesity 
Mimicking heart failure, 
May, p. 183 


Obstetrician 

Danger to, of gonorrhea, 
from infected amnion, 
March, p. 101 


Obstruction 

In acute abdomen, diagnosis 
of, January, p. 66 

Intestinal, x-ray diagnosis of, 
February, p. 72 


Office 
Asepsis in, November, p. 203 


Bacterial culture in, techniques 
of, February, p. 211 


Omphalocele 
Closure of, January, p. 159 


Osteomyelitis 
In children 
Acute, January, p. 111 


Posttraumatic, January, p. 163 


Otitis externa 
Management of, 
February, p. 109; October, p. 30 


Otitis media 

In infant, role of bottle-feeding 
in, December, p. 90 
Management of, 

February, p. 111; October, p. 31 
Purulent, January, p. 147 


Ouabain 
For cardiogenic shock, 
January, p. 28 


Overhydration 
Diagnosis of, August, p. 83 


Oxygen 
In blood, measurement of, 
May, p. 41 


For neonates, monitoring of, 
April, p. 83 


Oxyphenbutazone 
For arthritis, 
November, p. 136 


For bursitis, November, p. 136 


In drug interactions, 
December, pp. 22, 26 


Oxyphenisatin 
As cause of hepatitis, 
December, p. 55 


Oxytetracycline 
For gonorrhea, March, p. 115 





Oxytocin 
For abortion, 

February, pp. 48, 51 

For dysfunctional bleeding, 
February, p. 43 

For induction of labor, 
February, p. 157 


Pacemaker 
Blocked by external electricity, 
September, p. 41 
Efficiency of, method for 
checking, December, p. 72 
Electronic monitoring of, 
device for, January, p. 138 
Failed, methods of temporary 
activation, January, p. 139 
Sudden deterioration of, 
April, p. 195 
Types of, December, p. 72 
In ventricular arrhythmias, 
September, p. 160 
Pain 
In acute abdomen, 
significance of type, 
January, p. 65 
Lower abdominal 
From kidney stones, 
November, p. 145 
In women, differential 
diagnosis of, May, p. 93 
Menstrual, in adolescents, 
February, p. 191 
Pelvic, significance of, 
February, p. 49 


PAM 
See Procaine penicillin G 


Pap smear 
For cervical dysplasia, 
September, p. 88 


Paper clip 
For cautery of subungual 
hematoma, January, p. 136 


Papillary muscle 
Dysfunction of, December, p. 86 


Para-aminosalicylic acid 
For tuberculosis, May, p. 209 


Paracentesis 
Technique of (letter), 
June, p. 22 


Parkinsonism 
Levodopa for, side effects of, 
July, p. 101 


Pelvic inflammatory disease 
March, pp. 101, 119 

In gonorrhea, 

March, pp. 101, 119 
Management of, February, p. 43 


Penicillin 
For gonorrhea, March, p. 109 
Oral, in rheumatic fever, 
July, p. 120 

Systemic, for monarticular 
septic arthritis, 
November, p. 156 
continued 
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Pentazocine 
In heart attack, January, p. 30 


Pericarditis 
Constrictive, mimicking heart 
failure, May, p. 183 


Perineum 
Open wounds in, 
September, p. 105 


Peritonitis 

Ampicillin lavage for, 
September, p. 18 

In children, January, p. 163 


Persantine 
See Dipyridamole 


Phenobarbital 
In drug interactions, 
December, p. 23-31 


See also Barbiturates 


Phenothiazine 
Antidote for (letter), 
November, p. 5 


Phenoxybenzamine 
In endotoxin shock, 
January, p. 14 


Phentolamine 
In endotoxin shock, 
January, p. 14 


Phenylbutazone 
For arthriits, November, p. 136 


For bursitis, November, p. 136 


In drug interactions, 
December, p. 25-32 


Pheochromocytoma 
In hypertension, January, p. 215 


Photosensitivity 
Agents that increase (table), 
June, p. 75 


Physicians 
Available to travelers abroad, 
May, p. 68 
Public relations of, June, p. 51 


Self-assessment test for, 
March, p. 167 


Pitocin 
See Oxytocin 


Plasmanate 
For fluid maintenance after 
burns, April, p. 154 


Plasmapheresis 
For thyrotoxic storm, 
March, p. 71 


Pleural discharge 
Enzymatic debridement in, 
January, p. 151 


Acute fulminating bacterial, 
August, p. 53 


Aspiration, August, p. 53 


Bilateral, misdiagnosis of, 
June, p. 67 





In children, — 
Treatment of, January, p. 147 
X-ray diagnosis of, 
February, p. 67 

Viral, mimicking heart failure, 

May, p. 182 


Pneumonomediastinum 
X-ray diagnosis of, 
February, p. 71 


Pneumothorax 

After auto injury, 
September, p. 147 
Diagnosis of, 

February, pp. 149, 155 
Disguised by respiratory 
infection, February, p. 179 
Improvised thoracostomy set for, 
January, p. 31 
Management of, 

January, pp. 119, 151; 
February, pp. 123, 129 

In neonate, June, p. 143 


Poison 
Antidotes for (table), 
November, p. 147 


Poisoning 
Boric acid, in infants, 
January, p. 182 
From fish, July, p. 83 
Directory of authorities, 
July, p. 83 
By ingestion, July, p. 88 
By stinging, July, p. 65 
Ipecac vs. gastric lavage for, 
March, p. 59 
Iron, in children, January, p. 98 
Magnesium sulfate, May, p. 116 
Methadone, in children, 
November, p. 51 
Myths about, June, p. 149 
Salicylate 
In child, September, p. 48; 
December, p. 42 
Management of, 
September, p. 47 
From saline emetics, 
August, p. 43 


Supportive treatment in, 
October, p. 51; December, p. 56 


Ponytail 
See Hair 


Potassium depletion 
By licorice, April, p. 90 


Povidone-iodine 
As surgical scrub, efficacy of, 
November, p. 199 


Pralidoxime 
For fish poisoning, July, p. 89 


Precordial shock 
For cardiac resuscitation, 
April, p. 194 
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Pregnancy 
Acute abdominal trauma in, 
April, p. 225 
Anemia in, April, p. 187 
Appendicitis in, 
February, p. 50 
Diethylstilbestrol in, 
consequences of, 
September, p. 97 
In differential diagnosis 
of abdominal swelling, 
December, p. 40 
Drugs in, effect on fetus, 
February, p. 50 
Ectopic 
Diagnosis of, 
February, p. 43; June, p. 59 
Management of, May, p. 100 
Ruptured, diagnosis missed, 
July, p. 32 
Gonorrhea in, complications of, 
March, p. 101 
Malaria in, April, p. 87 
Premature rupture of 
membranes in, February, p. 157 
Prevention of, in rape victim, 
February, p. 51; October, p. 26 
Rheumatic heart disease in, 
July, p. 123 
Test for, urinary chorionic 
gonadotropin, February, p. 50 
Use of auto seat belts during, 
September, p. 18 


Premarin 
See Conjugated estrogens 


Probenecid 

As gonorrhea pretreatment, 
March, p. 115 

In drug interactions, 
December, p. 32 

In hypertension, for uric acid 
increase, January, p. 207 


Procainamide 

In cardiac arrhythmias, 
January, p. 228; February, 

p. 172; September, pp. 170, 172 
In heart attack, January, p. 30 
Prophylactic, in myocardial 
infarction, February, p. 36 
Toxicity of, February, p. 175 


Pronestyl 
See Procainamide 


Propion Gel 
See Propionate 


Propionate 
For moniliasis, 
February, pp. 41, 51 


Propoxyphene 
For fibrositis, August, p. 38 


Propranolol 

In cardiac arrhythmias, 
February, p. 173; 
September, pp. 170, 172 
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And epinephrine resistance, 
July, p. 25 

For thyrctoxic storm, 
March, p. 71 


Toxic effects of, February, p. 175 


Propylthiouracil 

For thyrotoxic storm, 
March, p. 75 
Prostigmin 

See Neostigmine 


Protopam 
See Pralidoxime 


Proximate liability ., 

Of physician, for medical care, 
December, p. 49 

Psychiatric evaluation 

For rape victims, importance of, 
October, p. 26 

Psychosis 

In bacterial endocarditis, 
March, p. 163 

From levodopa, July, p. 102 


Pulmonary edema 
Cardiogenic, respiratory 
acidosis in, December, p. 14 
Electric impedance to check, 
August, p. 113 

Management of, April, p. 209 


Pulmonary embolism 
See Embolism 


Pulmonary insufficiency 
Acute, management of, 
November, p. 11 


Pyelonephritis 
In hypertension, January, p. 215 


Pyrazinamide 
For tuberculosis, May, p. 209 


Pyridostigmine 

For botulism, December, p. 14 
In drug interactions, 
December, p. 25 

In myasthenia gravis, 
September, p. 32 


Pyrimethamine 

For malaria, in pregnancy, 
April, p. 187 

Quinidine 

In cardiac arrhthymias, 
February, p. 172; 
September, pp. 170, 172-173 


Toxic effects of, February, p. 173 


Rabies 
Check for, in biting dog, 
December, p. 47 


Vaccination for, December, p. 47 


Radio 
Transistor, to check pacemaker, 
December, p. 72 


Rage 
Management of, 
November, p. 93 
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As sign of disease 
November, p. 96 


Stages of, November, p. 89 


Rape 

Abortion after, October, p. 26 

Injuries in, October, p. 23 

Management of victim, 

February, pp. 48, 51; 

October, p. 23 

Medicolegal aspects of, 

February, p. 48; October, p. 26 
Effect of, on examination, 
October, p. 28 


Raynaud’s syndrome 
Intra-arterial reserpine for, 
September, p. 35 


Records 
See Medical records 


Red tide 
Plankton making shellfish 
poisonous, July, p. 89 


Regitine 
See Phentolamine 


Rehabilitation 

Of arthritic child, April, p. 228 
Of cardiac patient, 

January, p. 224 

Of the elderly, 

September, p. 194 

After laryngectomy, 

October, p. 166 

After mastectomy, May, p. 222 


Renal failure 

In acute illness or severe 
trauma, August, p. 80 
See also Kidney 


Reserpine 
Intra-arterial, in Raynaud's 
syndrome, September, p. 35 


Resin column 
For detoxification of blood, 
in drug overdose, August, p. 95 


Respiration 
Alterations in, in breath-hold 
diving, July, p. 94 


Respirators 
For infants with respiratory 
distress, May, p. 34 


Respiratory acidosis 
See Acidosis 


Respiratory distress 

Acute, management of, 
February, p. 166 

In child, from aspirated popcorn 
kernels, October, p. 38 

In infants, May, p. 34; 
June, p. 141 

Mimicking heart failure, 

May, p. 182 


Trauma causing, May, p. 29 





Respiratory failure 
After trauma, December, p. 13 


Respiratory tract 


Infection of, bacterial vs. viral, 
January, p. 144 


Resuscitation 
See Cardiac arrest; 


Cardiopulmonary resuscitation; 


Heart 


Retrolental fibroplasia 
Prevention of, April, p. 83 


Rheumatic fever 
Prevention of, July, p. 119 


Rheumatic Fever Committee 
Recommendations of, 
July, p. 119 


Rheumatic heart disease 
In pregnancy, July, p. 123 


Rifampin 
For tuberculosis, May, p. 209 


Ring 
Removal of, string technique 
for, February, p. 163 


Rubella 

Vaccination for 
In adult women, 
September, p. 66 
In prepubertal children, 
September, p. 66 


Salicylates 

Pharmacologic actions of, 

September, p. 48 

Poisoning by 
In child, September, p. 48; 
December, p. 42 
Management of, 
September, p. 47 


Salicylazosulfapyridine 
For enterocolitis, June, p. 63 


Saline 
Hypertonic, death from gastric 
lavage with, August, p. 43 


For hypovolemic shock, 
January, p. 27 


Scopolamine 
Overdose of, simulating 
eclampsia, April, p. 151 


Scorpionfish 
Venom of, July, p. 79 


Sea creatures 
Poisonous stings of, July, p. 64 


Sea urchin 
Poisonous spines of, July, p. 77 


Secondary drowning 
Clinical picture of, 
November, p. 12 


Sedatives 

For children, in abdominal 

examination, November, p. 159 
continued 
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Danger of, in severe blood 

loss, January, p. 86 

Overdose of, April, p. 13; 

October, p. 120 
Simulating eclampsia, 
April, p. 151 


Seizures 
After head injury, drugs for, 
February, p. 229 


Septicemia 

Gonococcal, May, p. 216 

In neonates 
Diagnosis of, 
September, p. 23 
Management of, 
September, p. 26 


Seromycin 
See Cycloserine 


Sexual activity 
And cervical carcinoma, 
September, p. 87 


Shellfish 
Paralytic poison of, July, p. 89 


Shock 
Cardiogenic 
Drugs for, January, p. 28 
Vs. hypovolemic, 
January, p. 27 
Management of, 
February, p. 33; April, p. 202 
Endotoxin, January, p. 14 
Hypovolemic 
Vs. cardiogenic, January, 
p. 27 
Drugs for, January, p. 17 
Management of, 
January, pp. 119, 123; 
February, p. 149 
Possible, importance of fluid 
replacement in, 
November, p. 139 
To lung, from trauma, 
May, p. 11 
Neurogenic, October, p. 153 


Types of, and management, 
October, p. 151 


Shoulder 
Dystocia of, maneuvers to 
relieve, January, p. 164 


Sickle-cell disease 
Acute abdomen from, 
October, p. 10 
Differential diagnosis of, 
May, p. 136 


Sick-sinus syndrome 
In cardiac arrhythymias, 
September, p. 181 


Silver nitrate 
For burns, January, p. 159 





Skin 

Burns of, from lye, June, p. 101 
Lesions of, aspiration of, 

in children, September, p. 30 
Swabbing, when effective, 
January, p. 55 


Skin graft 
To eyelid, January, p. 43 
In facia! area, February, p. 97 


Skull 
Fracture of, signs of, 
September, p. 78 

X-rays of, indications for, 
September, p. 77 


Smallpox 

History of, November, p. 31 

Vaccination for 
Questioned, 
September, p. 67 
Routine, ruled out, 
November, p. 31 


Smoke 

Ingestion of, April, p. 177 
Inhalation of, April, p. 170 
See also Burns 


Soapsuds 
Dangerous in enema, 
November, p. 151 


Sodium 
Dangers of, in saline solutions, 
August, p. 45 


Solu-Cortef 
See Hydrocortisone sodium 
succinate 


Solu-Medrol 
See Methylprednisolone 


Speech 
For laryngectomee, training in, 
October, p. 171 


Speed 
See Amphetamine 


Speed scene 
In Haight-Ashbury, April, p. 119 


Spine 

Cervical, x-rays of, 
February, pp. 63, 73 
Deformities of, in child, 
examination for, June p. 34 


Spironolactone 
For congestive heart failure, 
May, p. 190 


Spleen 
Enlarged, in sickle-cell disease, 
May, p. 140 


Splenectomy 
In children, infection after, 
January, p. 161 


Splinter 
Removal of, by suction, 
May, p. 65 





Staphcillin 
See Methicillin 


Status asthmaticus 
Management of, June, p. 114 


Sterility 
Gonorrheal, March, p. 101 


Steroids 

Complicating acute abdomen, 
January, p. 52 

For epiglottitis, December, p. 63 
For functional bleeding, in 
menarche, February, p. 186 
For giant-cell arteritis, 
October, p. 33 

With intravenous fluids, 
February, p. 150 

In juvenile rheumatoid arthritis, 
need for caution, April, p. 96 


Stingray 
Dangers from, July, p. 78 


Stings 
See Hymenoptera; Sea 
creatures 


Stomach 

Bleeding, fiber gastroscopy in, 

March, p. 142 

Evacuation of, in poisoning, 

March, p. 59; October, p. 45 
Improved gastric-lavage 
assembly for, May, p. 111 

Irritation of, from smoke 

ingestion, April, p. 177 


Strangulation 
Of bowel, and acute abdomen, 
January, p. 71 


Streptokinase 
Thrombolytic action of, 
September, pp. 122, 132 


Streptomycin 
For tuberculosis, May, p. 209 


Stroke 

Impending, signs of, 
March, p. 61 

Steroids for, August, p. 104 


Sulfa drugs 
In drug interactions, 
December, p. 22-28 


Sulfadiazine 

For burns, in children, 
January, p. 159 

In purulent otitis media, 
January, p. 147 


In rheumatic fever, July, p. 120 


Sulfamylon 
See Mafenide; Sulfbenzamine 


Sulfbenzamine 
For burns, in children, 
January, p. 159 


Sulfinpyrazone 
In thrombosis prevention, 
September, p. 128 
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Sulfisoxazole 
In purulent otitis media, 
January, p. 147 


In rheumatic fever, 
July, p. 120 


Surgeon 


As carrier of infection, 
November, p. 194 


Surgery 


In acute abdomen, 
January, p. 75 


Drug addiction and, 
August, p. 17 


Of eyelid injuries, January, p. 41 
Of facial injuries, 
February, pp. 89, 95; June, p. 68 


Infections after, January, p. 154; 
November, p. 193 


In penetrating vascular injuries, 
February, p. 13 


Sutures 
For facial injuries, 
February, p. 100 


Swab 


Skin, uselessness of, 
January, p. 55 


Syphilis 
Drugs for (table), March, p. 114 
Management of, March, p. 126 


Tachycardia 

Atrial, September, p. 155 

EKG and, April, p. 88 

In myocardial infarction, 
January, p. 30 

Ventricular, September, p. 170 
See also Heart 


Talwin 
See Pentazocine 


Tamponade 
See Heart 


Tandearil 
See Oxyphenbutazone 


Tapazole 
See Methimazole 


Tegopen 
See Cloxacillin 


Telephone 
EKG transmission by, 
May, p. 60 


Tendons 
Open wounds in, 
September, p. 114 


Tensilon 
See Edrophonium 


Tension 
Muscular, in fibrositis, 
August, p. 38 


Tension pneumothorax 
See Pneumothorax 
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Terramycin 
See Oxytetracycline 


Test 
Self-assessment, for physicians, 
March, p. 167 


Testis 
Torsion of, August, p. 75 


Tetanus 
Booster shots of, indications for, 
July, p. 27 

After injury, February, p. 101 
Immunization for, importance of, 
September, p. 67 

In infants, September, p. 65 
Protection against, after open 
fracture, August, p. 40 


Tetracycline 

For diarrhea, in infants, 
June, p. 98 

In drug interactions, 
December, p. 24 


For gonorrhea, March, p. 115 


THAM-E 
See Tromethamine 


Thermistors 

To measure hypothermia, 
in diabetic acidosis, 
November, p. 69 


Thiazides 


In congestive heart failure, 
May, p. 190 


Thoracic contents 
Injuries to, management of, 
March, p. 38 


Thoracostomy set 
Improvised, for pleural drainage, 
January, p. 31 


Thoracotomy 
In chest injuries, indications for, 
July, p. 112 


Thorazine 
See Chlorpromazine 


Throat 

Foreign body in, removal of, 
February, pp. 109, 129; 
November, p. 23 


Thrombectomy 
Medical, with enzymes, 
September, p. 122 


Thrombosis 
Prevention of, September, p. 128 


Thumbs 
Injuries of, August, p. 34 


Thyrotoxic storm 
Management of, March, p. 71 


Thyroxine 
In drug interactions, 
December, p. 33 





Tolbutamide 
In drug interactions, 
December, p. 26, 28 


Tonsillectomy 
Hemorrhage secondary to, 
February, p. 109 


To relieve cor pulmonale, 
July, p. 43 


Torsion 
Testicular, August, p. 75 


Tourniquet 
Contraindicated, 
January, p. 119; February, p. 143 


Toxins 
In renal failure, August, p. 81 


Trachea 
Damage to, postintubation, 
May, p. 28 


Tracheoesophageal fistula 
In infants, June, p. 143; 
July, p: 31 


Tracheostomy 

Indications for, 

February, pp. 111, 123, 132, 143 
In myasthenia gravis, 
September, p. 32 


After smoke inhalation, 
April, p. 183 


Technique of, December, p. 63 


Tranquilizers 
For depression, August, p. 24 
Overdose of, August, p. 106 


Transfusion 
Of bank blood, precautions in, 
January, p. 14; June, p. 15 
Of blood substitutes, June, p. 15 
Exchange 
After poisoning, October, p. 52 
For severe anemia of 
pregnancy, April, p. 187 
For thyrotoxic storm, 
March, p. 71 
At home, for hemophiliac, 
February, p. 219 


Pulmonary edema after, 
June, p. 43 


Small, reaction to, June, p. 49 


See also Autotransfusion; 
Hemorrhage 


Transportation 

Of injured 
At Indianapolis 500, July, 
p. 20 
In L.A. earthquake, April, 
p. 30 


Trauma 
Abdominal 
Diagnosis of, October, p. 138 
In pregnancy, April, p. 225 
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Arterial, x-ray diagnosis of, 
March, p. 32 


Blunt, hidden injury with, 
September, 103 


Check sheet for, January, p. 130 


Chest, management of, 
February, p. 116 


Compression, and nerve injury, 
April, p. 142 


Craniocerebral, management of, 
October, p. 159 


Diagnosis of, October, p. 132 
Face, repair of, October, p. 161 


Hand, repair of, June, p. 154; 
August, p. 63; October, p. 161 


Head, March, p. 44 


Initial treatment of, 
October, p. 131 


Thoracic, March, p. 38: 
October, p. 144 
Travelers 


Immunizations for, 

September, p. 71 

Medical assistance for, abroad, 
May, p. 69 


Trecator 

See Ethionamide 

Triage 

At Indianapolis 500, July, p. 19 
In L.A. earthquake, April, p. 30 
In N.Y. bar explosion, April, p. 41 
Tagging technique for, April, 

p. 47 

Triamterene 


For congestive heart failure, 
May, p. 190 


As potassium-sparing diuretic, 
June, p. 132 

Trichomoniasis 

Drugs for, February, p. 21 
Tromethamine 

For newborn, January, p. 36 
For salicylate poisoning, 
September, p. 51 
Tuberculosis 

In arthritis, May, p. 209 


In children, May, p. 152 
X-rays in, February, p. 67 


Granulomatous disease in, 
May, p. 165 


lsoniazide for, January, p. 153 
Management of, May, p. 203 
Tumor 


Abdominal, diagnosis of, 
December, p. 41 


Causing epistaxis, 
February, p. 107 


See also Carcinoma 


Typhoid 

Gastrointestinal bleeding from, 
November, p. 55 

Management of, 

November, p. 61 





Unipen 
See Nafcillin 


Urea 
In CNS injuries, March, p. 55 


Uremia 
In hypertension, January, p. 211 


Urinary tract 

Infections of, differential 
diagnosis of, April, p. 190 
Injuries of, August, p. 73 


Urokinase 
Thrombolytic action of, 
September, p. 122 


Vaccination 
Programs for, September, p. 66 


For rabies, indications for, 
December, p. 47 


Vagina 

Adenocarcinoma of, in teen- 
agers, maternal stilbestrol 
implicated, September, p. 97 


Valisone 
See Betamethasone 


Valium 
See Diazepam 


Vascular rings 


In neonate, management of, 
June, p. 144 


Vasoconstrictors 
Dangers of, January, p. 118; 
February, p. 149 


Vasopressin 

With Sengstaken-Blakemore 
tube, for esophageal varices, 
November, p. 61 

Vasoxyl 

See Methoxamine 


Venereal disease 
Carcinoma as, September, p. 87 
Contacts of patient with, 
March, p. 122 
Male vs. female, March, p. 98 
Management of, 
March, pp. 98, 126 
In minors, May, p. 128 
Legal aspects of treatment, 
March, p. 123 
Prevalence of, in US., 
March, p. 122 
Ventricular fibrillation 
In pregnancy, countershock for, 
April, p. 144 
Vibramycin 
See Doxycycline 
Viomycin 
For tuberculosis, May, p. 209 


Vital signs 

Chart for, to follow patient's 
condition, March, p. 51 
Volkswagen 


Contact dermatitis from tires 
of, March, p. 78 





Vomiting 

Producing esophageal rupture, 
January, p. 47 

See also Emesis 


Warfarin sodium 

In drug interactions, 
December, p. 23-33 

For sudden hearing loss, 
June, p. 153 

Wasp 

See Hymenoptera 


Wheezing 


Acute, in elderly, management 
of, September, p. 143 


Causes of, September, p. 143 
In infants, differential diagnosis 
by, April, p. 103 

Windshields 

Laminated, facial injuries from, 
November, p. 11 

Wine 

In drug interactions, 
December, p. 23 

Withdrawal 

From heroin, April, p. 129 


Wounds 
Cleansing of, before treating, 


September, p. 109; 
November, p. 127 


Closure of, September, p. 119 
Excess suturing of, March, p. 5§ 
Location of, 
September, pp. 104, 114 
Open, management of, 
September, p. 100 
Penetrating 
Exploration of, August, p. 17 
Management of, 
September, p. 103 
Surgical 
In infants, management of, 
January, p. 159 ” 
Infection in, January, p. 154; 7 
November, p. 193 
Wyamine 
See Mephentermine 


X-rays 

In acute abdomen, 

January, pp. 62, 71 

Of arterial injuries, March, p. 32 . 
In arthritis, April, p. 98 

Legal responsibilities in, 
February, p. 73 

During pregnancy, 

February, p. 50 rt 
Of skull, indications for, ta 
September, p. 77 i 
Techniques of reading, 
February, p. 55 

Xylocaine 

See Lidocaine 


Youth 
And venereal disease, 
March, p. 99 
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Abramson, A. L. 
December, pp. 62-71 


Ajabor, L. N. 
April, p. 187 


Alexander, B. 
March, pp. 26-30 


Allenbaugh, G. 
April, pp. 27-33 


Alpert, S. 
April, pp. 170-183 
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November, pp. 151-154 


Altemeier, W. A. 
November, pp. 192-290 


American College of 
Physicians 
March, pp. 167-267 
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January, pp. 224-225 


Anderson, C. F. 
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August, pp. 52-59 
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Treating patients in shock, 
October, pp. 151-154 


Electrical burns, November, 
pp. 36-43 
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December, pp. 90-91 
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Cardiopulmonary resuscitation, 
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pp. 132-133 


Laws for junkies, April, 
pp. 216-221 


Liabilities in a disaster, May, 
pp. 212-214 
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July, pp. 131-132 
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Cheng, T. O. 
December, pp. 86-87 
Chesterman, C. N. 
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Conkle, D. M. 
October, pp. 61-65 


Coodley, E. L. 

Heart failure, January, 
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